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Message Text 

CONFIDENTIAL 

PAGE 01 DJIBOU 00323 110047Z 
ACTION FBOE-OO 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO SY-05 SYE-00 
A-01 DODE-OO STE-01 /024W 

062998 110119Z/65 

P R 100730Z MAR 78 

FM AMEMBASSY DJIBOUTI 

TO SECSTATE WASHDC PRIORITY 730 

INFO AMEMBASSY ADDIS ABABA 

AMEMBASSY NAIROBI 

COMIDEASTFOR 

USS DAVIS 

CONFIDENTIAL DJIBOUTI 323 

ADDIS FOR RSO 

NAIROBI FOR RCO/RSS 

E.O. 11652: GDS 

TAGS: AEMR, ASEC, ANET, AFSP 

SUBJ: EMERGENCY GENERATOR FOR DJIBOUTI 

REF: DJIBOUTI 299 

1 . GIVEN SITUATION OUTLINED REFTEL, PLUS FACT THAT POST HAS 
EXPERENCED SEVERAL POWER OUTAGES IN THE PAST TWO WEEKS, WE 
FEEL IT IMPERATIVE THAT EMERGENCY GENERATOR BE SHIPPED TO POST 
BY FASTEST MEANS AVAILABLE. 

2. REQUEST DEPARTMENT ADVISE FEASIBILITY AIR SHIPPING ONE 10 KW 
EMERGENCY GENERATOR TO DJIBOUTI. IF THIS IS NOT POSSIBLE, ARE 
THERE ANY EXCESS GENERATORS AT NEIGHBORING POSTS WHICH COULD 
BE SHIPPED TO DJIBOUTI? 

3. IN ADDITION TO SITUATION OUTLINED REFTEL, WE WILL NEED GENERATOR 
TO CONTINUE OUR SUPPORT OF TDY PERSONNEL NOW IN DJIBOUTI. 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 DJIBOU 00323 110047Z 


4. CAN COMIDEASTFOR OR ONE OF YOUR SHIPS PROVIDE GENERATOR 
FOR EMBASSY USE? 

5. IT IS IMPERATIVE THAT GENERATOR ARRIVE BEFORE APRIL FIRST TO 
ALLOW SUFFICIENT TIME FOR INSTALLATION. 
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6. REQUEST ADVISE ASAP. 
CLARKE 


CONFIDENTIAL 


NNN 
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